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18 OCT gy, 


VIA: Director of Training 
ief, ans an rograms Staff, OL 
SUBJECT: Federal Government Energy Conservation (U) 


*” 


1. (U) On 20 July 1977, the President of the United States 
signed Executive Order (EO) No. 12003 relating to Federal Govern- 
ment energy conservation. A copy of the EOand the associated 
White House press release are attached to this memorandum (at- 
tachments B and C). Also attached is a copy of the memorandum 
from the Director, Office of Management and Budget, to the 
Heads of all Executive Departments and Agencies (attachment A). 


2. (C) The Plans and Programs Staff, Office of Logistics 
(P&PS/OL), has been designated as the focal point on all matters 
concerning OL's participation in the Federal Energy Management 
Program (FEMP). During our discussions with other OL components, 


concern was e ard to theL_ 
and the other installations with motor 
pools and a significant number of Federal buildings. We would 


be interested to know what your plans are concerning FEMP and 
whether or not you have contacted, or been contacted by, your 
sponsoring organization on the subject. We would appreciate a 
reply by 4 November 1977. [___ dS the P&PS 
action officer for this program, and he may be contacted on 
telephone number[_____—sdiEF you have an uestions. 


Atts 


cc: DR, w/o atts 
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